Approved For Release 2005/08/22 : CIA-RDP87-0113QR000100090015-5 


26 AUG 1981 


SPSORANMUIM POR: Chief, Ceadauarters Fngineering Branch, OL 


Sruce I, Johnann 
Chairman, fine Arts Comeission 


SOURSECT s Proposal to Lower Ceilings of Ground Floor 
Corriders 


Tt has neen brought to my atkention that there are plana to 
lower the ceilings in mest of the corridors on the ground floor 
of Headeuarters Buildings, Presumably the anticipated econonies 
in heating and aireconditioning are expected to offset the cost 
of this effort. Cn behalf of the Pine Arts Comnission I woulda 
like to wake two suagestions, 


Be The broad corridor ieading from the northeast 
entrance to the junction of E and fF corridors is 
one Of the principal public entranecear to tha 
wuilding., A drastically lowered ceiling in this 
area would make a denreesing, not to say menacing, 
impression upon individuals arriving through thet 
entrance, we strongly recomaend toat this 
thoroughfare be left with its present reasonably 
hidh eeiling. 


De The Of corridor provides twa exarpler of already 
inwere’d callings, Near © corridor, the part which 
has Leen lowered to just over seven feet given one 
@ geanse of near claustrophobic crowding, particue- 
larly from the lights which project an additional 
cour inches from the extremely low ceiling. Toward 
FP corridear, the section of ceilins which has been 
drooned only one foot or so does not give the sane 
impression. We hope that the latter installation 
will be the model for the wark ta pe cone in tne 
other corridors, 


/s/ Bruce T. Johnson 


Srucr C, Johnson 
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